6841     Immaculate  Conception  Cathedral,  Denver,  Colo- 


IMMACULATE  CONCEPTION  CATHEDRAL 


The  Catholic  Cathedral  is  195  feet  long  by 
116  feet  wide,  cruciform  in  plan,  the  nave  and 
transept  being  40  feet  in  width,  the  two  aisles 
14  feet  each.  The  style  is  French  Gothic.  There 
are  two  spires  built  of  stone,  rising  to  a  height 
of  210  feet.  The  entire  cost  of  the  building  was 
more  than  $500,000. 
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